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R. M. Wiley 
Compacimetric Firmness 


The compacimetric firmness test provides to the 
submitter the following information: (1) compacimetric 

firmness, (2) Testron moisture, (3) cigarette group weight, 

(4) tobacco weight, (5) circumference, (6) paper weight, 

(7) ripped cigarette O.V., and (8) filter weight. The 
computer software requires all of this information for the 
program to work. 

The compacimetric firmness number by itself may be 
relatively meaningless without supportive test information. 
Firmness numbers are affected by the O.V., rod density, 
circumference, tobacco weight, etc., and difference, or lack 
of difference, may be explained by these other test 
parameters and hence provide real meaning to the firmness 
numbers. 

Attached is Mr. Chris Irving's memo titled, "Compacimetric 
Firmness Testing" which may provide additional information. 
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